Don & Alleyne Cole - single 


Cole, Don & Alleyne Something's Got A Hold Of Me/ 
Gotta Find My Baby 


Tollie 9015 (US) 1964 



“Poor Fool” is recorded live and isfrom the album “Live at The Whisky A-Go-Go” Tollie T-56001 front 1964. 
Recorded with afull hand. Drums , bass, sax, guitar and a veryfaint piano. 


On 2: There is a stränge cross between an electric piano and a harpsichord, which could be Leon. 


I wonder why or how I got this one... 






